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“The Hammer is the key to the coup.”-U.S. Navy Admiral 
James “Ace” Lyons (Ret.) told Lt. Gen. Thomas Mclnerney 
(Ret.), on his deathbed. “Dennis Montgomery designed & 
built The Hammer foreign surveillance supercomputer to 
keep America safe after 9/11... 



THE HAMMER IS THE KEY TO THE COUP - The American Report 

THE HAMMER, Brennan and Clapper's super surveillance system, is the "key to 
the coup" 


https://theamericanreport.org/2019/11/10/the-hammer-is-the-key-to-the-coup/ 


2) “Montgomery is a software designer & computer expert who worked as a 
government contractor for the CIA, FBI, NSA, & the Defense Dept.”- 
theamericanreport.org.11/10/19.... 

3) ”On 2/3/09, at the beginning of Obama’s first term, Brennan & Clapper illegally 
commandeered the foreign surveillance tool. The Hammer, & transformed it into a 
domestic surveillance system that went operational at a secret government facility at 
Ft. Washington, Maryland.”... 

4) ”Montgomery became a whistleblower to expose Brennan & Clapper’s illegal use of 
the Hammer for domestic surveillance.’’...’’Brennan & Clapper illegally spied on 
Americans, including Obama’s political enemies, using the domestic surveillance data 
for “blackmail” & “leverage”... 

5) ...’’as disclosed in “The Whistleblower Tapes” & by Montgomery.” Mueller’s FBI 
supplied the computers for The Hammer. “Brennan & Clapper used The Hammer to 
spy on Supreme Court Chief Justice John Roberts, Supreme Court Justice Scalia, 159 
Article III Judges... 


6)...’’FISA Court Judge Reggie Walton, members of Congress, Wall St. executives, 
Rudy Giuliani, Lt. Gen. Michael Flynn, Donald Trump, Trump Tower, multiple 
Trump businesses, members of Trump’s family, according to Montgomery.”... 





7) ”Montgomery asserted that Brennan spied on Trump because the CIA feared 
Trump. According to The Whistleblower Tapes, Brennan & Clapper wiretapped 
Trump “a zillion times.”..’Tn an interview with his attorney, Montgomery said, “there 
has been a wiretap on Trump for years.”... 

8) ”Aug. 2015, FBI Director Comey took possession of 47 hard drives of illegal 
surveillance from Dennis Montgomery under two limited immunity agreements. 
According to Montgomery, the 47 hard drives proved Brennan & Clapper had Trump 
under illegal surveillance.”... 

9) ”On March 4, 2017, Pres. Trump on twitter accused Obama of wiretapping Trump 
Tower. On March 7, 2017, Wikileaks dumped CIA Vault 7 that confirmed the 
existence of The Hammer.”..’’On March 19, 2017, Lt. Gen. Mclnerney broke the story 
about “The Whistleblower Tapes.”... 

10) ”On March 20, 2017, Comey went before Congress & launched the hoax Russian 
Collusion Investigation. Comey lied when he told Congress that the FBI could find no 
evidence supporting Pres. Trump’s accusation that Obama wiretapped Trump & 
Trump Tower.”... 

11) ”Comey was in receipt of Montgomery’s 47 hard drives of evidence since Aug. 
2015. Comey assigned Strzok to lead the hoax Trump-Russia Collusion 
Investigation.” Mueller’s $35 Million hoax Russia Collusion Investigation was 
launched, along with DOJ’s prosecution of Gen. Flynn... 

12) ”On Sept. 27, 2019, Asst. U.S. Attorney Deborah Curtis left her position as lead 
prosecutor on the Michael Flynn case & left the DOJ after decades of employment. 
On Dec. 3, 2015, Curtis received classified information from Montgomery about The 
Hammer... 

13) ...”& about the illegally harvested surveillance information on Gen. Flynn.- 
theamericanreport.org.11/10/19.... 

14) Conclusion: Obama, Brennan, Clapper, Comey, Mueller, Strzok, among others, 
need to be arrested & charged with treason against The United States & spying on 
Americans. If they all are allowed to slither away without any consequences.... 

15) ...The U.S. government is complicit in these crimes against The United States. 
Congress, The CIA, FBI, NSA, DOJ; anyone who aided and abetted in these crimes, 
have to be prosecuted, otherwise WeThePeople do not have a legitimate government. 
/ Done 



